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SUBJECT: TIN: ITC EXTENDS EXPORT CONTROLS 

1 . THE INTERNATIONAL TIN COUNCIL (ITC) VOTED LAST NIGHT 
TO EXTEND EXPORT CONTROLS ON TIN FOR A FURTHER QUARTER, 

1. E., UNTIL THE END OF THIS YEAR. THE PERMISSIBLE EXPORT 

LEVEL HAS BEEN INCREASED BY 2,000 METRIC TONS, FROM 
33,000 TO 35.000. 

2. AS OF NOON, SEPTEMBER 19 WITH THE ITC IN ITS FINAL 
DAY OF SESSIONS. NO DECISION HAD YET BEEN 

REACHED ON APPOINTING A NEW BUFFER STOCK MANAGER AND 
DEPUTY. 
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